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Bar. 9mm S. Killian J 3s* 
gpmclil Assistant tc? the IPre-sldei-t 
for Science and technology 
The mite louse 
mshlnfitsoa 25, B. C. 

Sear Dr. Killians 

Ibsrvarded herewith tost your inforswtiac and retention 
are copies of the Intelligence reports, concerning the status 
of the Soviet ICBH program, that I discussed, with you and the 
Science Advisory Conmittee yesterday, 16 Bovember. 
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Should you have any :furtfcer questions, pleas® let a» know. 



Bartowrt Skroville, Jr. 
'mj Assistant Director 
Jf Scientific Int dli fls nc * 
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Enclosures* 

1. SB 116197, cy 39 

2 . SB # 8 - 1104 . 7 , cy 15 (*fceo) 

3. «8 #3-1104-7, cy 15 (import) 

Distribution: 

Cys 1 & 2 - Forward v/encl. 5 & 6 - AD/SI w/o end. 
‘ / 3 - DCI w/o end. 

^ - DD/l w/o end. 
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7 Si 8 - GMD/SI v/o end. 
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